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Authority on the physiological mechanisms of odor 
recognition and detection. A former member of the ASHRAE 62-1981 
Standards Committee ("Ventilation"), a Standard which recommended 
different ventilation rates for buildings on the basis of the 
presence or absence of smokers. Cain has authored a number of 
papers on tobacco smoke odor abatement. His views are moderately 
"anti". 
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